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aIR  C0II1ITI0LILG:  PU3LI  CaTIOLS  01’  INTEREST 


This  Letter  Circular  gives  a list  of  selected  publica- 
tions -which  may  be  of  interest  in  connection  with  the  gen- 
eral subject  of  air  conditioning. 

In  the  first  group  is  given  a list  of  nongovernmental 
periodicals  and  books  dealing  specifically  v* i th  air  condi- 
tioning for  modern  homes  and  buildings. 

In  ihe  second  group  is  given  a list  of  publications  by 
the  members  of  the  staff  of  the  Rational  Bureau  of  Standards, 
covering  various  phases  of  air  conditioning  (refrigeration, 
heating,  etc.)  and  related  subjects  (insulation,  building, 
fire  prevention,  etc.) 

LQEGOV  ERE  LENTA  I.  SOURCES  OR  T.iUpuU'ArPIQ!.l 

.Periodicals 

'Architectural  Record  , 1.  , . Lodge  Corn.,  119  West  4.0th  St., 

New  York,  . y. 

"Electric  Refrigeration  Lews  1 , Business  . ews  publishing  Co., 

55a  Maccabees  Bldg . , Detroit,  richigan. 

'Heating,  Piping  ana  .iir  Condi  tioni  ng’ , Engineering  Publica- 
tions, Inc.,  1900  Prairie  nVe . , Chicago,  111. 

''Heating  and  Ventilating • , The  Industrial  Press,  140  Lafayette 
St.,  Lew  York,  R.  v. 

"Refrigerating  Engineering : , xwericar.  Society  of  Refrigerating 
Engineers,  37  est  39th  St.,  Lew  York,  id.  Y. 

Books 

Air  Conditioning',  by  James  ... . Royer  and  Raymond  TJ.  Eittz, 
RTcGraw-Hi  11  Book.  Co.,  Inc.,  330  Vest  4 2nd  St. , Lew  York, 

II.  Y.  ,,4.00 

Guide',  published  annually  by  the  American  Society  of  Heating 
and  Ventilating  Engineers,  31  rTadison  Ave . , mew  York,  RT.Y. 
f 5 • 0 0 
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•’Heating,  Ventilating  ana  nir  Conditioning’,  lonis  Harding 

and  Arthur  C.  illard.  J.  . iley  & Cons,  Inc . , 440  4th 

Ave.  , Hen  Yorl:,  H.  Y.  v10.00 

‘'Refrigerating  Data  Booin’,  rgerican  Society  of  Refrigerating 

engineers,  07  vest  39  th  St. , New  York,  N.  v.  y3 . 50 

The  publications  listed  above  nay  be  consulted  in  many 
of  the  leading  libraries  or  nay  oe  purchased  from  the  pub- 
lishers . 

PUBLICATIONS  ON  IRC  NATION aL  BUHBaU  OF  STaNL.RLS 

For  re auy  reference  and  convenience  in  ordering  the 
separate  papers  of  the  Bureau,  these  have  been  listed  with 
the  serial  letter  and  number  in  one  column,  and  the  price  in 
the  second  column. 

1C  = letter  Circular  — mimeographed  mat -"-rial  obtainable 
free,  upon  request,  from,  the  utionsl  Bureau  of 
S t an  d a r d s , . a s h i n g t on , L . 0 . 

There  the  price  is  noted,  the  publication  may  be  purchased 
from  the  Superintendent  of  Locum  nits,  Govern,  .ent  Printing  Of- 
fice, Washington,  7 . C.  'The  prices  piloted  are  for  deliver/ to 
addresses  in  the  TTnited  States  and  its  possessions,  and  to 
Canada,  Cuba,  Lexica,  Rev.  found  land,  the  Philippines , and  the 
Republic  of  panama . When  remitting  for  delivery  to  countries 
other  than  those,  include  in  your  remittance  one-third  of  the 
total  cost  of  the  publications  to  cover  postage.  Remittances 
should  be  made  payable  to  the  'Superintendent  of  Documents, 
Government  Printing  Office,  .. a shingt on,  . 0.  : and  sent  to  him 

with  the  order. 

C = Circular  of  the  National  Bureau  of  standards 

RP  = Research  Papers  of  the  a tional  Bureau  of  Standards. 
These  are  reprints  of  articles  appearing  in  the 
’Bureau  of  Standards  Journal  of  Research’’  (3S  J.  Re- 
searc1  ) ana  the  vT Journal  of  noseor ‘h  of  the  National 
Bureau  of  Standards  (.1.  Research  NT'S),  the  latter 
being  the  title  of  this  perio  ical  since  July,  1934' 
(volume  IB,  number  1). 

= "iacellaneous  Publication  of  the  National  Bureau  of 
Stan aards 

3H  = Building  and  Housing  Publication  of  the  National 
Bureau  of  Standards 
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o 

CO 

= Commercial 

Standard  of 

the  Na 

tional  Sureau  of 

Stan  da  r d s . 

OP 

= Out  of  print.  Papers 

v,  h i c h 

are  out  of  print 

can 

usually  be 

consulted  a 

t the  1 

eading  libraries 

of 

the  larger 

cities. 

A complete  list  of  NAS  publications  (Circular  No.  94  and 
Supplements)  is  generally  available  in  the  larger  libraries. 


Series  Price 


Ti  tie 


Tetter  Circulars 


LC60 

LC165 

LC284 

IC287 

LC323 

LC419 
LC4S0 
I 0432 


LC445 


LC465 


LC469 


LC471 

LC472 


free  List  of  publications  of  .the  Sureau  of  Standards 
of  interest  in  connection  with  accident  pre- 
vention and  safety  (1322) 

list  of  publications  relating  to  fire  resist- 
anc  e and  f i re  preve nt ion  ( 1.36 ) 

list  of  publications  and.  a l tides  relating  to 
home  he  a t in  g prob  le  m s ( 1 J 3 6 ) 

List  of  published  material  on  home  building 
n d maintenance  (1 9 3 5 ) 

" Standards  and  specifications  for  building  ma- 

terials ( 1 s!  3 6 ) 

' Information  on  refrigeration  (1934.) 

" Solid  carbon  dioxide  (1934) 

” list  of  publications  relating  to  building  codes 

and  construction,  hone  building  and  maintenance, 
h ome  o w n e r s hi p (1936) 

•’  Painting  steam  and  hot-water  . adiators  (1935) 

aluminum  foil  insulation  (1936) 

,f  list  of  publications  on  temperature  measurements 

( 1936 ) 

■'  Tnernal  insulation  (1936) 

Homes  tic  electric  and  gas  refrigerators  (1936) 
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Series 

Pric  e 

Ti  tie 

Giro  ulars 

C142 

15b 

Tables  of  thermodynamic  properties  of  ammonia, 
Cir.  3S , ClnE  (1923) 

C376 

5 b 

dermal  insulation  of  buildings,  Cir.  3S,  C376 
(192.) 

C397 

15b 

Saf  ty  for  the  household,  Gir.  3S,  C397  (1932) 

Research  Papers 

RP243 

OP 

' "echanisn  of  heat  flow  in  fibrous  materials . 

J.  I.  Pi nek,  3s  J.  Research  s,  973  ( 1 o3 0 ) . 

RP2  91 

OP 

Peat  transfer  through  buildin  walls.  1 . G. 
van  Busen  and  T.  L.  Finch.  3G  J.  hesearch  6, 
493  (1931) 

Rp  59  6 

5b 

Hire  hazard  of  domestic  heating  installations. 
G.  . VAft.  3G  J.  Research  11,  353  (1233) 

RP633 

ob 

Reactions  of  lithographic  papers  to  variations 
in  humidity  and  temperature . C.  G.  Vveber  and 

L.  P.  Snyder.  .g  j . Research  12,  53  (1934) 

RP85S 

5b 

Treat  ent  of  offset  papers  for  optiniu  • register 
Charles  0.  eber  and  T Her  tin  H.  V.  Gei’o.  J.  Re- 
search RTS  Is,  93  (1236) 

iscellaneous  Publications 

H76 

10, b 

'"oilier  chart,  properties  of  ammonia.  Trisc. 
Pub.  33,  ' 76  (1227) 

• ’112 

10b 

' a nuf  a c tu r o of  in s ul a t i ng  b o . r d fro n c o rn s t a lk s 
■risc  . Pub.  3 S , : "112  (1930) 

HI  2 3 

OP 

ix  survey  of  £ tor-age  conditions  in  libraries 

relative  to  preservation  of  re  coirs.  H. 

Himberly  and  J.  7.  G.  Hie  is,  Jr.  rise.  Pub. 
31,  l~o  (loll) 


i>.  stu  y of  the  deterioration  of  book  papers  in 
libraries,  n . 3.  / i inner ly  and  k.  L.  Bn ley. 
isc.  Pub.  :s,  'In  ( 1 9 33 ) 


HI  40 


Series  price 


Ti  tie 


Ml  4 2 

M143 


Ml  44 


M 14  6 


'•'iscellsneous  Publications  (Continued) 

5d  a study  of  the  removal  of  sulphur  dioxide 

f rom  lib  ra  r y a ir.  n. . E . Mi  mb  erly  and  A.  I . 

Em  ley . Mice.  Pub.  .3S,  M142  (19  33) 

;■ psychrome  trie  charts.  D.  T3.  Crooks.  Mi  sc. 

Pub . P S , M 1 a 3 (19  33) 

up  S umma  r y report  of  Bu  re  au  of  S tan  da  rds  research 

on  preservation  of  records,  a.  E.  . imb  erly 
and  3.  \ . Scribner.  iso.  Pub.  3S,  M144 
(1934) 

5 <6  Psych  rone  trie  charts  for  high  and  low  pressures. 

L . B . Brook s . 1 isc  . Pub.  BC , ' "14 6 (193  5) 
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31114 

1C  ^ 

Recommended 

minimum  re: 

ui  re ....  'nts 

for 

f i re 

re- 

si  stance  in 
(193  1) 

buildings . 

Bid;  . 

Mo  us . 

nc; 

BM14 

3H18 

lod 

Re  c Oilmen  ded 

minimum  rec 

ui  r\  m ents 

f o r 

£0.8  11 

dvrelliru  con 

struc t ion . 

3 1dm.  P 

B o us 

• 3 O 5 

BE  18 

(193,.:) 

C O’  irne  rc  i a 1 

St  an  da rds 

CS12 

5d 

Fuel  oils. 

Com.  Std. 

Bo,  CS12 

( 3rd 

ed . ) 

(1935) 

CS42  5^  Fiber  insulatin'  board.  Cor,..  Etd.  3S , CS42 
(2nd  ed.)  ( 1932 ) 

CS48  5 j Lomes  tic  burners  for  Pennsylvania  anthracite 

(underfeed  type).  Corn.  Std.  MBS,  CS46  (1934) 
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